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NOTE 


The  illustration  on  the  opposite  page 
is  an  exact  view  of  the  factory  of  this 
Company. 

The  buildings  are  of  brick,  five  stories 
in  height.  The  frontage  is  1,010  feet, 
with  numerous  wings  which,  if  placed 
end  to  end,  would  extend  3,400  feet  or 
two-thirds  of  a mile.  The  floor  space  is 
8.3  acres,  and  the  length  of  work  benches 
is  28,800  feet  or  five  and  one-half  miles. 
The  main  shafting  for  driving  machinery 
would  extend  26,000  feet  or  five  miles, 
and  carries  237,000  feet  or  forty-five 
miles  of  belting.  Electricity  for  power, 
lights,  telephones,  etc.,  is  distributed 
through  405,000  feet  or  seventy-six  miles 
of  wire.  The  lights  number  10,000. 
Steam,  water,  air,  gas,  oil,  etc.,  are  con- 
veyed through  317,000  feet  or  sixty  miles 
of  pipe. 

Thirty-eight  hundred  persons  are  now 
employed  in  the  factory. 


M arch,  1910. 


HERBERT  SPENCER 


(Autobiography).  “The  pres- 
entation of  the  watch  named 
in  Professor  Youmans’ 
letter  was  one  of  those 
manufactured  by  the 
Waltham  Watch  Com- 
pany  It  has  proved 

a great  treasure  as  a 
timekeeper  and  has  ex- 
cited the  envy  of  friends 
who  have  known  its  per- 
formances.” 

‘ I have  several  times  in- 
tended to  tell  you  how  won- 
derfully well  my  American 
watch  has  been  going  of  late. 
It  has  always  gone  with  perfect 
regularity.  It  was  set  by  the  chronometer- 
maker  in  July,  and  it  is  now  half  a minute  slow, 
never  having  varied  more  than  half  a minute 
from  the  true  time  since  the  period  when  it 
was  set.  This  is  wonderful  going.  As  the 
Admiral  says,  one  might  very  well  navigate  a 
ship  by  it.  In  1S90  it  went  with  equal  nicety; 
lost  forty-two  seconds  in  half  a year.” 


RALPH  WALDO  EMERSON 


the  Concord  Philosopher,  used 
the  Waltham  Watch  as  a 
type  of  the  highest  develop- 
ment when  he  wrote  in 
one  of  his  Essays  on 
Eloquence,  in  speaking 
of  a man  whom  he  de- 
scribed as  a leader  and 
a Godsend  to  his  com- 
munity : “HE  IS  PUT 
TOGETHER  LIKE  A 
WALTHAM  WATCH.” 
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n^he  Perfected 
1 and  Aafhenfic 
American  Watch 


GOOD  watch  is  a necessity 
of  civilization.  Many  a 
man  has  lived  to  a ripe  old 
age  without  taking  closer 
note  of  time  than  he  could 
from  the  sun’s  advance 
or  the  recurrence  of  his  desire  for  food. 
So,  many  have  dwelt  within  sound  of 
the  locomotive  without  ever  having 
traveled  by  railroad  train.  Such  persons 
are  as  milestones  by  which  the  surround- 
ing community  marks  its  progress.  Only 
one  who  has  carried  an  excellent  watch  can 
quite  know  the  pleasure  of  such  a pos- 
session. Its  cost  is  returned  a hundred 
fold.  Everyone  may  not  always  feel  the 
need  of  a good  watch.  The  same  may 
be  said  of  bread  or  of  meat  ; but  there 
often  comes  the  moment  when  a reliable 
watch  is  master  of  the  situation.  That 
is  the  necessity ; and  the  point  is  the  pos- 
session not  only  of  a pocket  timepiece, 
but  of  a good  one.  A poor  watch  is  worse 
than  none.  Twenty  seconds  may  mark 
the  difference  between  a clear  track  and 
a collision. 
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Watch  made  by 
Pierre  Combet, 
ibio 


“Time,”  wrote  Theophratus,  “is  the 
most  valuable  thing  a man  can  spend.” 
The  order  of  our  daily 
doings  is  regulated  by 
the  little  monitor  that 
tells  the  moments.  It 
may  be  accurate  when 
we  are  not,  but  it  is 
seldom  wrong  without 
misleading.  A poor  watch 
is  dear  at  any  price;  a good 
one  is  worth  its  cost.  A reliable  watch 
is  a splendid  investment.  It  gives  better 
return  and  depreciates  less  in  proportion 
than  any  other  article  of  personal  wear 
or  use.  Like  the  human  heart,  it  works 
unremittingly.  If  treated  with  common 
care  and  cleaned  as  occasion  requires,  it 
will,  excepting  accidents,  outlive  its 
wearer.  Though  the  case  be  thinner  at 
the  end  of  twenty  years  than  it  was  when 
new,  the  movement,  if  originally  good, 
will  be  as  vigorous  and  exact  as  the  day 
it  left  the  factory.  Moreover,  it  never 
goes  out  of  vogue.  How  much  is  an  over- 
coat that  cost  you  forty  dollars  worth 
after  five  years’  wear,  compared  with  a 
watch  that  cost  the  same? 

We  are  speaking  about  the  Waltham 
watch,  and  to  the  person  who  is  not 
carrying  one.  More  than  sixteen  million 
people  have  them.  To  such  the  watches 
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have  told  their  own  story.  Less  than 
sixty  years  ago  all  watches  were  made  in 
Europe,  chiefly  in  Switzerland.  Then  a 
watch  was  a costly  possession. 

In  1854  the  business  of  the  American 
Watch  Company  at  Waltham,  Mass., 
was  organized,  and  in  October  of  that 
year  the  factory  of  this  Company — the 
original  watch  factory  of  America — was 
put  in  operation.  The  corporate  name 
was  subsequently  changed  to  American 
Waltham  Watch  Company  and  again 
to  the  present  name,  Waltham  Watch 
Company.  For  fifty -^x  years  this  Com- 
pany has  enjoyed  uninterrupted  progress 
in  the  application  of  sound  horological 
principles,  in  the  services  of  the  highest 
skilled  artisans  and  in  the  use  of  the  best 
devised  automatic  machinery.  It  should 
be  understood  that  the  Waltham  Watch 
Company  designs  and  constructs  all  of 
the  machines  employed  in  the  manufac- 
ture  of  Waltham  watches. /“^A  large  and 
well  equipped  machine-shop  is  one  of  the 
most  important  departments  of  the 
factory.  This  combination  of  advan- 
tages has  produced  the  finest  pocket 
timepieces  in  the  world.  The  manufac- 
ture of  watches  at  Waltham  was  begun 
and  has  continued  upon  lines  wholly  dif- 
ferent from  those  of  the  Swiss,  departing 
radically  from  the  latter  in  practice  as 
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well  as  in  theory.  Upon  the 
principle  that  the  simplest  means 
of  producing  a given  result  are 
best,  the  designers  of  the  first 
Waltham  watch  discarded  all 
parts  not  essential  to  correct  time- 
keeping,  and  thus  they  not  only 
simplified  methods  of  manufacturing, 
but  reduced  the  liability  to  breakage 
and  consequent  cost  of  repairs  when  the 
watches  had  gone  into  use. The  history 
■oT^theWTALTHAM  Watch  Company  is 
the  history  of  watch  manufacturing  on 
this  continent.  Scientific  and  systematic 
watch  construction  on  the  principle  of 
interchangeable  parts  was  developed  at 
the  Waltham  factory,  and  every  perma- 
nent advance  in  the  art  of  watchmaking 
in^Ar^erica  has  originated  there^/^This” 
"was  theUrst  American  faetnTy  to  pro- 
duce, among  other  improvements:  stem 
winding  watches;  watches  for  railroad 
service;  ladies’  watches;  watch  move- 
ments with  double  roller  escapement; 
the  compensating  balance;  the  safety 
pinion;  the  Breguet  hairspring;  the 
micrometric  regulator;  jewels  in  sep- 
arable settings ; the  first  practicable  pen- 
dant setting  device.  This  Company  is 
the  only  American  manufacturer  of  non- 
magnetic watches  and  also  the  only  com- 
pany making  a complete  line  of  sizes  and 
grades  of  movements.  Before  the  Amer- 
ican Watch  Company  was  founded 
there  was  no  factory  in  the  world  in 
which  an  entire  watch  movement  was 
made.  By  the  old  way  the  plates  were 
fashioned  in  one  place,  the  wheels  in  an- 
other, the  dials  elsewhere.  These  and 
other  parts — all-  made  by  scattered  and 
disconnected  labor — were  finally  fitted 
and  assembled.  It  was  soon  shown  that 
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machinery,  by  its  precise  and  uniform  op- 
erations, provided  better  watches  at  less 
cost.  Furthermore,  most  of  the  machine- 
made  parts — plates,  wheels,  pinions,  etc. 
— by  their  uniformity  were  interchange- 
able.  Dealers  were  tnus  enabled  to  carry 
materials  in  stock,  so  as  to  supply  them 
readily  when  required.  A "record  01  the 
size  and  grade  of  each  Waltham  watch 
movement  is  kept  by  the  Company, 
whereby  jewelers  may  at  any  time  dupli- 
cate parts  by  simply  quoting  the  move- 
ment number,  whatever  the  date  of  its 
manufacture.^  The  first  grand  results  at 
WaltHAM  were  simplicity  and  economy 
of  construction;  exactness  and  durabil- 
ity of  the  watches  produced;  conven- 
ience and  minimum  expense  of  repairs. 
The  best  in  modern  watch  construction 
is  the  result  of  the  methods  first  applied 
at  this  factory. 

< Waltham  watches  earned  for  Ameri- 
cans the  title  of  watchmakers  to  the 
world.  They  have  always  triumphed  at 
the  great  international  expositions  wher- 
ever exhibited — London,  Paris,  Mel- 
bourne, Sydney,  Philadelphia,  Chicago, 
Jamestown — because  they  have  always 
been  the  best.  After  more  than  half  a 
century  of  progressive  achievements,  the 
Waltham  Watch  Company  stands 
further  ahead  of  all  competitors  in  the 
quality  and  volume  of  its  product  than 
ever  before.  You  do  not  wander  in  the 
field  of  doubt  when  you  buy  a Waltham 
watch.  The  dealer  who  sells  it  may  go 
out  of  business,  but  the 
Waltham  Watch  Com 
pany  stands  sponsor, 
guaranteeing  the  move- 
ment to  be  made  of 
the  best 


Modern  Automatic  Screw-making  Machine. 


and  upon  the  most 
approved  principles For  any 
in  material  or  perf ormanceunder  fair 
usage,  the  Company  holds  itself  responsible , 
not  for  a year  nor  for  a decade,  but  always. 
How  many  other  articles  of  merchandise 
are  protected  by  such  a guarantee? 

To  fill  the  widely  ranging  demands  in 
all  countries,  the  Waltham  Watch  Com- 
pany makes  eight  sizes  and  more  than 
seventy  grades  and  styles  of  watch  move- 
ments. The  choice  of  sizes  is  largely  a 
matter  of  individual  taste,  but  some 
grades  are-  particularly  adapted  to  cer- 
tain vocations. 

Railroad  men,  for  instance,  must  have 
very  close-running  watches.  Most  of  the 
railroads  in  the  United  States  have  watch 
inspection  service,  which  is  conducted 
under  the  management  of  experienced 
watchmakers  with  the  same  degree  of 
system  that  prevails  in  any  other  depart- 
ment of  these  corporations.  Their  train- 
men are  required  to  carry  watches  of 
determined  jeweling  and  adjustments, 
which  must  be  regularly  submitted  to 
an  authorized  inspector  for  examina- 
tion. It  is  well  so.  On  lines  employ- 
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ing  the  inspection  service  the  percent- 
age of  accidents  arising  from  the  use  of 
faulty  timepieces  has  been  minimized. 
Systematic  railroad  watch  inspection 
was  first  adopted  during  recent  years. 
Introduced  by  a wise  foresight,  it  has 
been  gradually  extended 
to  almost  every  railroad 
in  the  United  States  and  *gg 
Canada.  This  safeguard  ® 
for  the  traveling  public 
was  made  possible  byt 
the  construction  of  ■ 
Waltham  railroad 
watches,  from  which  indeed  it  was  the 
logical  result.  The  Waltham  Watch 
Company  was  the  first  to  manufacture 
an  18  size  full  plate  movement.  For 
upwards  of  thirty  years  this  Company 
has  made  watch  movements  expressly 
designed  for  railroad  use,  and  more  than 
thirty  years  ago  Waltham  watches  were 
selected  by  the  British  Government  as 
the  official  timekeepers  on  the  state 
railways  in  India.  Successive  improve- 
ments in  manufacturing  at  Waltham 
have  always  enabled  the  Waltham 
Watch  Company  to  produce  the  best 
pocket  timepieces. 

The  manufacture  of  “railroad 
watches,”  to  speak  colloquially,  began 
with  the  Crescent  Street.  This  was 
for  years  the  highest  grade  of  18  size 
Waltham  watch.  Later  came  the  Van- 
guard and  others.  The  Waltham 
Watch  Company  was  the  first  and  for 
many  years  the  only 
watch  manufac- 
turing concern 
that  constructed 
a movement 
specially  adapted  f 
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to 


The  First  Railroad 
Watch. 


railroad 
service.  All  rail- 
road watches  of  other 
makes  are  compara- 
tively recent  efforts.  The 
Vanguard  is  the  highest  quality 
18  size  Waltham  movement,  and,  as 
its  name  implies,  foremost  among  rail- 
road watches.  It  was  introduced  in 
1894.  It  is  the  best  movement  one  can 
buy. 

All  Waltham  18  size 
railroad  movements 
are  made  in  Van- 
guard model. 

Descriptions  are 
given  on  succeed- 
ing pages.  This 
model  has  many 
points  of  superi- 
ority, important 
among  them  are  the  following: 

First.  Its  solidity  and  strength. 
While  the  frame  of  the  ordinary  move- 
ment is  composed  of  seven  parts, 
the  Vanguard  model  frame 
has  but  four  parts.  In  this 
model  separate  pillars  are  dis- 
pensed with,  the  top  plate  and 
its  support  being  in  one  piece. 
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Second.  The  location  and  protected 
condition  of  the  balance  wheel,  which  is 
placed  farther  from  the  mainspring  than 
in  the  ordinary  full  plate  movement  and 
accordingly  is  less  liable  to  polarization 
that  might  accrue  from  a slight  degree 
of  magnetism  in  the  mainspring. 

Third.  The  use  of  the  double 
whereby  escapement  friction  is  reduced. 

Fourth.  The  manner  of  securing  the 
jewel  pin  in  the  impulse  roller. 

Fifth.  The  improved  tempered 
steel  safety  barrel  secures  the  train 
of  the  watch  against  dangers  other- 
wise likely  to  result  from  breakage 
of  the  main  spring,  and  also  allows 
the  use  of  an  extra  wide  and  long  main- 
spring, which  gives  the  watch  more  than 
forty  hours’  run.  This  barrel 
may  be  taken  out  without 
removing  the  balance. 

Every  Waltham  movement 
is  fitted  with  Breguet,  or  over- 
coil, hairspring.  This  spring 
is  made  so  perfect  in  form  that  it  main- 
tains its  center  of  gravity  in  the  center 
of  the  balance,  and  consequently  obvi- 
ates side  pressure  of  the  balance  pivots  or 
interference  with  the  perfect  poise  of  the 
balance. 

The  overcoil  of  Waltham  Breguet 
hairsprings  is  accurately  formed  to  the 
required  curve  while  in  a soft  condition, 
and  by  a patented  method  is  held  in 
form  during  the  operations  of  hardening 
and  tempering,  thereby  insuring  proper 
and  permanent  elasticity.  There  was 
no  known  method  of  hardening  and  tem- 
pering overcoil  hairsprings  in  their  final 
form  until  its  discovery  by  this  Company, 
and  springs  so  made  are  used  in  Waltham 
watches  exclusively.  The  strength  of 
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each  hairspring  must  be  adapted  to  the 
weight  of  the  accompanying  balance 
with  the  utmost  precision,  and  its.  im- 
portant functions  will  be  evident  when 
it  is  understood  that  should  the  balance 
wheel,  which  normally  vibrates  18,000 
times  per  hour,  make  ten  vibrations  more 
or  less  in  that  period,  the  watch  will  have 


Patent  Breguet  gained  or  lost  nearly  one  minute  at  the 
Hairspring.  end  0f  twenty-four  hours.  Another  es- 


sential advantage  of  this  form  of  hair- 
spring is  that  the  coils  will  not  become 
displaced  nor  catch  in  the  regulator  pins 
should  the  watch  receive  a jar.  Catch- 
ing of  the  hairspring  is  a common  mis- 
hap of  watches  having  flat  or  ordinary 
hairsprings. 

In  18  size  Vanguard  model  and  16 
size  19  jeweled,  21  jeweled  and  23  jeweled 
movements  of  current  manufacture  the 
main  wheel  and  barrel  are  separate 
pieces,  which  arrangement  constitutes  a 
safety  device.  The  main  wheel  is  fitted 
with  two  jewels  surrounding  its  axis,  and 
tl  the  bearings  on  which  this 
ns  upon  the  arbor  during  the 
ming  of  the  watch.  It  should 
that  these  jewels  are  sapphire, 
,ch  exceptional  strength  as  fits 
arry  the  relatively  heavy  strain 
a this  member  of  the  train, 
inspring  is  an  important  part  of 
because  it  is  the  motive  power, 
ig  is  subjected  to  varying  con- 
:rom  that  of  highest  tension 
y wound,  to  that  of  compara- 
when  the  watch  is  run  down, 
onstantly  undergoing  a change 
ice  as  its  coils  unfold,  the  main- 
:he  only  part  of  the  watch  sub- 
'asualties  against  which  even 
lse  cannot  always  provide. 


and  tempered  in  form ; patent  detachable 
balance  staff;  exposed  pallets;  red  gold 
center  wheel;  patent  micrometric  regu- 
lator; tempered  steel  safety  barrel; 
exposed  winding  wheels. 

Prices  are  about  as  follows:  18  k. 

medium 
gold 
case, 
about 
$7  5; 

14  k. 

gold  case,  from 
$60  to  $70;  gold 
filled  case  (14 
k.),  $32;  in 
silver  case,  $27. 

What  has  been 
said  of  the  18  size 
Bartlett  applies 
equally  well  to  the  16 
size.  P.  S.  Bartlett  16 
size  is  solid  nickel,  has  17 
in  settings;  adjusted  to  temperature; 
compensating  balance ; meantime  screws ; 
patent  Breguet  hairspring,  hardened 
and  tempered  in  form ; patent  detachable 
balance  staff ; exposed  pallets ; red  gilded 
center  wheel;  patent  micrometric  regu- 
lator; tempered  steel  safety  barrel; 
exposed  winding  wheels. 

The  price  of  this  watch  is  $3.00  less 
than  that  of  the  Royal. 

The  demand  for  a 
smaller  watch 
for  gentlemen 
was  answered 


some  years 


Thin  Model 
Colonial  Series 


later  with  the  12  size. 
In  its  compactness, 
strength  and  unexcep- 
tionable running  qualities, 
this  size  is  one  of  the  leading 
Waltham  products.  The  “Named”  12 
size  movements  are  the  Riverside 
Maximus,  Riverside  and  Royal,  the 
descriptions  of  which  are  the  same  as 
these  grades  in  16  size. 

The  prices  of  the  12  size  watches,  with 
gold,  gold  filled,  or  silver  cases,  are  from 
$1  to  $10  less  than  the  16  size,  according 
to  the  quality,  weight  and  style  of  case. 

Colonial  Series  watches  were  intro- 
duced in  1907.  They  are  the  thinnest 
and  shapeliest  American  watches  for  gen- 
tlemen’s use.  The  graceful  appearance 
of  the  Colonial  Series  and  their  excellent 
.time-keeping  qualities  have  brought  this 
size  into  emphatic  favor  wherever  thin, 
light,  strong,  accurate  watches  are  re- 
quired. All  Colonial  Series  watches  are 
cased  and  timed  at  the  Waltham  factory, 
and  are  issued  in  display  boxes,  subject 
to  fixed  selling  prices  which  are  plainly 
printed  on  the  descriptive  cards  accom- 
panying the  watches.  The  grades  of 
these  movements  are  similar  to  the  12 
size.  They  are  fitted  with  enamel  dials 
or  with  attractive  gilded  or  silver 
finished  metal  dials. 

Solid  gold  dials  are 
supplied  at  an 
established 
extra  charge. 


Following  are  the  prices  of  a few 
grades  and  styles  of  Colonial  watches: 

Open  Face 

18  k.  Gold  14  k.  Gold 

Riverside  Maximus.  .$140.00  $120.00 

Riverside 85.00  75.00 

Royal 75.00  . 60.00 
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Ladies’  watches  are  made  in  0 size, 
Jewel  Series  and  Ten  ligne. 

Riverside  Maximus  0 size  is  solid 
nickel,  with  19  diamond  and  ruby 
jewels;  one  pair  diamond  caps;  raised 
gold  settings;  adjusted  and  carefully 
timed;  compensating  balance ; both  bal- 
ance pivots  running  on  diamonds; 
meantime  screws;  patent  de- 
tachable balance  staff ; patent 
Breguet  hairspring,  hardened 
and  tempered  in  form ; 
double  roller  escapement ; 
sapphire  jewel  pin  per- 
manently driven  into  the 
roller ; steel  escape 
wheel;  exposed  sapphire 
pallets;  patent  micro- 
metric regulator  ; gold 
train ; tempered  steel 
safety  barrel ; exposed 
winding  wheels;  fine  glass 
hand-painted  dial  of  most  modern  and 
artistic  design. 

• 18  k.  gold  0 size  Riverside  Maximus 

would  cost  about  $60;  14  k.  gold,  from 
$50  to  $60.  These  quotations  are  for 
plain  cases. 

Riverside  0 size  is  solid  nickel  with 
17  ruby  jewels;  raised  gold  settings; 
adjusted;  compensating  balance;  mean- 
time screws;  patent  detachable  balance 
staff;  patent  Breguet  hairspring,  hard- 
ened and  tempered  in  form;  steel 
wheel ; exposed  sapphire  pallets ; 
patent  micrometric  regulator ; red 
gold  center  wheel; 
steel  safety  barrel; 
winding  wheels. 

The  price  of  the  River 
side  is  about  $6  less 
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Mainspring  production  in- 
volves problems  so  pro- 
found and  methods  so 
advanced  that  few  watch 
factories,  either  here  or 
abroad,  even  attempt  it. 

In  Europe  this  branch  is 
generally  regarded  as  a sep- 
arate industry.  This  Company  is  the 
foremost  manufacturer  of  mainsprings  in 
the  world,  the  daily  output  exceeding 
fifteen  thousand  springs.  Costly  experi- 
ments covering  many  years,  and  the  use 
of  machinery  and  processes  elsewhere  un- 
known have  enabled  this  Company  to 
justly  claim  pre-eminence  in  the  manu- 
facture of  mainsprings. 

When  you  buy  a Waltham 
watch,  buy  it  from  your 
jeweler.  It  is  not  necessary 
that  the  salesman  should 
understand  the  mechan- 
ism— that  is  not  always 
his  part  of  the 
business — but  he 
should  be  backed 
up  by  a man  who 

does.  The  practical  watch  dealer 
has  more  to  do  with  the  outcome 
of  your  purchase  than  the  dealer 
in  any  other  line. 

Frequently  when  selecting  a 
watch  one  is  often  confronted 
with  a bewildering  display  of  / 
sizes,  grades  and  styles.  The 
fact  that  one  may  wish  to 
spend  a certain  sum  of  money 
and  prefers  a watch  of  this  or  j 
that  size  gives  little  guarantee.  Does 
the  buyer  wish  to  put  $50  into  the  fancy 
gold  case  and  $5  into  the  movement? 
Yes,  if  one  is  disposed  to  carry  a watch 
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principally  for  show.  Or,  is  one  satisfied 
with  a low  priced  case  if  it  cover  a good 
timepiece?  Occasionally  a person  buys  a 
watch  as  an  investment,  upon  which  he 
might  at  some  time  wish  to  realize,  and 
argues  that  as  gold  is  always  salable,  the 
case  should  bear  the  burden  of  the  cost. 
That  is  a fallacy.  Gold  wears  in  inverse 
ratio,  a watch  movement  in  direct  ratio 
to  its  fineness.  Although  it  is  best 
that  the  case  should  be  of  a quality  suit- 
able to  the  movement,  the  purpose  of  a 
watch  is  to  tell  the  time.  If  you  intended 
to  build  a house,  you  would  first  choose 
the  site.  When  selecting  a watch  begin 
with  a movement  that  is  constructed  to 
run  with  lasting  regularity.  And  do  not 
suppose  that  the  number  of  jewels  in  a 
watch  movement  is  the  sole  indication  ol 
its  value.  Most  movement  manufactur- 
ers use  garnets  and  rubies  to  overcome 
friction  of  the  pivots.  The  Waltham 
Watch  Company  uses  garnets,  rubies, 
sapphires  and  diamonds  for  this  purpose. 
Diamonds  are  best  adapted  to  protect 
certain  pivot  bearings. 

But  jewels  alone  do  not  make  a first- 
class  watch.  It  is  the  successful  co- 
operation of  about  one  hundred  and 
fifty  precisely  made  parts.  Simply  the 
law  of  cause  and  effect. 

There  is  no  mystery  about  a watch,  and 
as  public  recognition  of  this  fact  grew, 
the  sale  of  high-priced  Swiss  watches  de- 
clined. To  engrave  plainly  each  watch 
movement  with  an  established  trade 
mark,  which  the  dealer  may  indicate  and 
the  customer  observe;  to  back  up  that 
trade  mark  with  a responsible  guarantee 
against  any  defect  in  material  or  con- 
struction, is  a policy  not  common  among 
European  watch  manufacturers.  It  is 


an  American  idea — an  original  Waltham 
idea.  That  is  one  of  the  many  reasons 
why  Waltham  watches  are  preferred  to 
all  others.  Put  your  trust  in  this  Com- 
pany’s trade  mark  and  you  will  be  re- 
paid. 

The  Waltham  Watch  Company 
manufactures  what  are  technically  called 
“Named”  and  “Nameless”  movements. 
The  “Named”  movements  bear  one  of 
the  Company’s  trade  marks,  such  as 
Vanguard,  Crescent  Street,  No.  845, 
No.  645,  Riverside  Maximus,  River- 
side, Diamond,  Royal,  etc.,  and  may 
be  so  recognized.  The  “Nameless”  are 
marked  simply  with  the  name  and  ad- 
dress of  the  Company.  Although  the 
grades  in  these  are  distinguished  by  the 
jeweling  and  finish,  they  are  not  so  read- 
ily identified  as  the  “ Named,”  except  by 
watchmakers.  Your  jeweler  will  give 
you  full  information  about  them.  What 
is  said  here  will  concern  the  “Named” 
watches  only.  This  illustrates  a Van- 
guard watch.  It  is  the  leading  18  size 
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movement,  and  has  done  more  to  raise 
the  standard  of  results  to  be  expected 
from  railroad  watches  than  any  other 
movement  ever  made. 

Nineteen  diamond,  fine  ruby  and  sap- 
phire jewels;  raised  gold  settings;  ad- 
justed to  temperature,  isochronism  and 
five  positions;  compensating  balance  in 
recess;  meantime  screws;  patent  Breguet 
hairspring,  hardened  and  tempered 
in  form ; both  balance  pivots  running  on 
diamonds ; double  roller  escapement ; 
sapphire  jewel  pin  permanently  driven 
into  the  roller ; exposed  sapphire  pallets ; 
steel  escape  wheel ; embossed  gold  patent 
micrometric  regulator;  jeweled  main 
wheel  bearings;  tempered  steel  safety 
barrel ; exposed  winding  wheels ; elabor- 
ately finished  nickel  plates  with  gold  let- 
tering; steel  parts  chamfered;  double 
sunk  dial. 

In  an  18  k.  medium  weight  gold  case, 
it  would  cost  about  $105.  In  a 14  k.  gold 
case,  from  $85  to  $95.  In  a gold  filled 
case  (14  k.),  about  $55.  In  a silver  case, 
about  $50. 

The  price  of  the  21  jewel  Vanguard 
is  about  $3  more  than  that  of  the  19 
jewel.  A 23  jewel  Vanguard  costs 
about  $3  more  than  21  jewel. 

Crescent  Street  is  a solid  nickel 
movement,  and  is  made  with  19  and 
with  21  jewels.  Description  of  the 
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former  is:  Nineteen  fine  ruby  and  sap- 
phire jewels;  gold  settings;  adjusted  to 
temperature,  isochronism  and  five  posi- 
tions; compensating  balance  in  recess; 
meantime  screws;  patent  Breguet  hair- 
spring, hardened  and  tempered  in  form; 
double  roller  escapement;  sapphire  jewel 
pin  permanently  driven  into  the  roller; 
exposed  sapphire  pallets;  steel  escape 
wheel;  patent  micrometric  regulator; 
jeweled  main  wheel  bearings;  tempered 
steel  safety  barrel;  exposed  winding 
wheels;  double  sunk  dial. 

The  price  of  this  movement,  in  these 
respective  cases  is  approximately: 

In  a medium  weight  18  k.  gold  case, 
about  $95;  14  k.  gold  case,  from  $80  to 
$90;  gold  filled  case  (14  k.),  about  $50; 
silver  case,  about  $45.  The  price  of  the 
21  jewel  Crescent  Street  is  about  $2 
more  than  that  of  the  19  jewel. 

No.  845  is  one  of  the  best  and  most 
favorably  known  railroad  watches.  It 
has  21  fine  ruby  and  sapphire  jewels 
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in  settings;  adjusted  to  temperature, 
isochronism  and  five  positions;  com- 
pensating balance  in  recess;  meantime 
screws;  patent  Breguet  hairspring,  hard- 
ened and  tempered  in  form;  double  roller 
escapement;  sapphire  jewel  pin  perma- 
nently driven  into  the  roller;  exposed 
sapphire  pallets;  steel  escape  wheel;  pat- 
ent micrometric  regulator;  jeweled  main- 
wheel  bearings;  tempered  steel  safety 
barrel;  exposed  winding  wheels;  double 
sunk  dial. 

In  an  18  k.  medium  weight  gold  case 
this  movement  costs  about  $90;  in  a 14 
k.  gold  case,  from  $75  to  $85;  in  a gold 
filled  case  (14  k.),  about  $43;  in  a silver 
case,  about  $35. 

The  foregoing  18  size  watches  are  es- 
sentially for  railroad  service.  Their  con- 
struction fits  them  particularly  for  the 
use  of  all  whose  vocations  require  very 
strong,  durable  and  close-running  time- 
pieces. 16  size  watches  particularly 
adapted  to  railroad  use  are  Riverside, 
Maximus,  Vanguard,  Crescent 
Street,  Riverside  and  No.  645. 
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Some  years  ago  the  owner  of  a Wal- 
tham watch  which  was  made  in  1865, 
sent  it  to  the  Company,  saying  that  he 
had  bought  it  in  that  year  and  had 
always  found  it  a faithful  friend.  He 


was  proud  of  its  thirty-three  years  of 
meritorious  service,  and  thought  the 
Company  that  made  it  would  be  glad  to 
see  so  valuable  a specimen  of  its  earlier 
product.  He  said  he  felt  himself  growing 
old,  but  that  this  watch  was  insensible 
to  age.  It  still  had  the  spirit  and  vigor 
of  youth. 

P.  S.  Bartlett  is  a famous  old  Wal- 
tham trade  mark.  It  is  a synonym  for 
a reliable  watch.  More  than  six  hundred 
thousand  of  these  watches  are  in  use,  all 
giving  satisfaction.  It  is  the  best  18  size 
movement  one  can  buy  if  he  wishes  to 
invest  about  $50  in  a 14  carat  gold 
watch. 

P.  S.  Bartlett  is  nickeled,  and  gilded 
and  nickeled  damaskeened,  with  17 
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jewels  in  settings;  adjusted  to  tempera- 
ture; compensating  balance  in  recess, 
meantime  screws;  patent  Breguet  hair- 
spring, hardened  and  tempered  inform; 
exposed  pallets;  patent  micrometric 
regulator. 

The  price  of  this  movement,  in  an 
IS  k.  medium  weight  gold  case,  is  about 
$75;  in  a 14  k.  gold  case,  from  $55  to 
$65;  in  a gold  filled  case  (14  k.),  about 
$25;  in  a silver  case,  about  $20. 

The  construction,  a few  years  ago,  of 
the  Waltham  16  size  new  “thin  model” 
was  an  era  in  watchmaking.  This  model 
embodies  the  best  results  of  fifty-six 
years’  experience.  It  meets  the  require- 
ments of  those  who  desire  a watch  some- 
what smaller  in  diameter  and  caliber 
than  the  18  size.  The  foremost  16  size 
movement  is  the  Riverside  Maximus. 
This  is  the  finest  pocket  timepiece  it  is 
possible  to  make.  It  has  23  diamond, 
fine  ruby  and  sapphire  jewels;  two 
pairs  diamond  caps ; raised  gold 
settings;  accurately  adjusted  to  tem- 
perature, isochronism  and  five  positions 
and  carefully  timed;  compensating  bal- 
ance; meantime  screws;  patent  Breguet 
hairspring,  hardened  and  tempered  in 
form;  patent  detachable  balance  staff; 
both  balance  pivots  running  on  diamonds ; 
double  roller  escapement;  sapphire  jewel 
pin  permanently  driven  into  the  roller; 
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exposed  sapphire  pallets;  steel  escape 
wheel;  gold  train;  tempered  steel  safety 
barrel;  jeweled  main  wheel  bearings; 
patent  micrometric  regulator;  exposed 
winding  wheels;  steel  parts  chamfered; 
fine  glass  hand-painted  dial  of  most 
modern  and  artistic  design. 

Approximate  prices  are  as  follows:  In 
an  18  k.  gold  case,  $150;  in  a 14  k.  gold 
case,  $130. 

Vanguard  16  size  is  made  with  19 
jewels  and  with  23  jewels.  Description 
of  the  19  jewel 
is  quoted 
here 
Nine 


teen 
d i a - 

mond,  fine 

r u b y and  sapphire 

jewels;  raised  gold  settings ; 

adjusted  to  temperature,  isochron- 

ism  and  five  positions;  compensating 
balance ; meantime  screws ; patent 
Breguet  hairspring,  hardened  and  tem- 
pered in  form ; patent  detachable  balance 
staff;  both  balance  pivots  running  on 
diamonds;  double  roller  escapement; 
sapphire  jewel  pin  permanently  driven 
into  the  roller;  exposed  sapphire  pallets; 
steel  escape  wheel ; tempered  steel  safety 
barrel;  jeweled  main  wheel  bearings; 
patent  micrometric  regulator;  exposed 
winding  wheels;  elaborately  finished 


nickel  plates  with  gold  lettering;  steel 
parts  chamfered;  double  sunk  dial. 

The  price  of  this  movement  in  an  18  k. 
medium  weight  gold  case  is  about  $90; 
in  14  k.  gold  case,  from  $75  to  $85;  in  a 
gold  filled  case  (14  k.),  about  $50;  in  a 
silver  case,  about  $45.  The  23  jewel 
Vanguard  costs  $5  more  than  the  19 
jewel. 

Crescent  Street  is  solid  nickel,  with 


ruby 
and  sap- 
phire jewels; 
raised  gold  set- 
tings; adjusted  to 
temperature,  iso- 
chronism  and  five  posi- 
tions ; compensating  balance ; 
meantime  screws;  patent  Breguet  hair- 
spring, hardened  and  tempered  in 
form;  patent  detachable  balance  staff; 
double  roller  escapement ; sapphire 
jewel  pin  permanently  driven  into 
the  roller;  exposed  sapphire  pallets; 
steel  escape  wheel;  patent  micro- 
metric  regulator;  tempered  steel  safety 
barrel;  exposed  winding  wheels;  double 
sunk  dial. 

The  price  of  this  movement  in  the  fol- 
lowing cases  is  approximately:  18  k. 

medium  weight  gold  case,  about  $90; 


21  fine 
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14  k.  gold  case,  $70  to  $80;  gold  filled 
case  (14  k.)  about  $45;  silver  case,  about 


$40. 


This  movement  is  solid  nickel,  with 
21  fine  ruby  and  sapphire  jewels 
in  settings;  adjusted  to  temperature,  iso- 
chronism  and  five  positions;  compensat- 
ing balance;  patent  Breguet  hairspring, 
hardened  and  tempered  in  form;  double 
roller  escapement;  sapphire  jewel  pin 
permanently  driven  into  the  roller;  ex- 
posed sapphire  pallets;  steel  escape 
wheel;  patent  micrometric  regulator; 
tempered  steel  safety  barrel;  jeweled 
main  wheel  bearings;  exposed  winding 
wheels;  double  sunk  dial. 

The  price  of  No.  645  in  18  k.  gold  case 
is  about  $85;  14  k.  gold  case  from  $65 
to  $75;  gold  filled  case  (14  k.),  about 
$42;  silver  case  about  $38. 

Riverside  has  been  for  a generation 
one  of  the  foremost  Waltham  trade 
marks,  and  has  always  represented  a 
high  class  watch.  The  first  Riverside 
was  issued  in  1874. 
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River- 
side 16  size 
has  19  fine  ruby  and 
sapphire  jewels;  raised 
gold  settings;  adjusted  to  temperature 
and  five  positions ; compensating  balance ; 
meantime  screws;  patent  Breguet  hair- 
spring, hardened  and  tempered  in  form ; 
patent  detachable  balance  staff ; double 
roller  escapement;  exposed  sapphire 
pallets;  steel  escape  wheel;  patent 
micrometric  regulator;  red  gold  center 
wheel;  tempered  steel  safety  barrel;  ex- 
posed winding  wheels;  double  sunk  dial. 
• Approximate  prices  are  as  follows:  18 
k.  medium  weight  gold  case,  $85;  14  k. 
gold  case  from  $70  to  $80;  gold  filled  case 
(14  k.),  about  $42;  silver  case  about  $38. 

Royal  16  size  is  a 17  jewel  move- 
ment, with  jewels  in  settings;  adjusted 
to  temperature  and  three  positions ; com- 
pensating balance;  meantime  screws; 
patent  Breguet  hairspring,  hardened 
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than  that  of  the  Riverside  Maximus. 

Lady  Waltham  0 size  is  solid  nickel, 
with  16  ruby  jewels;  raised  settings; 
adjusted;  compensating  balance;  mean- 
time screws;  patent  detachable  balance 
staff;  patent  Breguet  hair- 
spring, hardened  and  tempered 
in  form;  exposed  pallets;  red 
gold  center  wheel ; patent  micro- 
metric regulator;  tempered 
steel  safety  barrel ; expos- 
ed winding  wheels. 

The  price  of  the 
Lady  Waltham  0 size 
is  about  $6  less  than 
that  of  the  Riverside. 

No  departure  in  watch- . 
making  has  more  clearly 
shown  the  customary  in- 
itiative of  this  Company 
than  the  Jewel  Series 
watches.  The  movements  are  exactly  the 
size  of  a twenty-five  cent  piece.  Their 
proportions  invite  the  most  exquisite 
casing,  from  the  simple  plain  polished 
to  the  richest  conceptions  of  the 
jeweler’s  art.  Until  the  Jewel  Series 
were  introduced,  good  watches  of  such 
minute  character — all  foreign 
made  — were  so  expensive 
as  to  render  their  sale  very 
limited;  hence  the  general  belief 
that  an  accurate  time- 
keeper so  small  in  size 
was  necessarily  high  in 
price.  J ewel  Series 
watches  have  corrected 
that  impression.  These 
watches,  although  dimin- 
utive enough  to  create  an 
exclusive  field  in  case  man- 
ufacturing, are  always  sound 


and  correct  timepieces.  D[i  amond, 
Riverside,  Ruby  and  Sapphire  are 
the  designations  of  the  four  qualities 
of  Jewel  Series  movements.  Descrip- 
tions follow: 

Diamond  is  solid  nickel — Seventeen 
diamond  and  ruby  jewels ; raised 
gold  settings;  ad- 
justed; compen- 
sating balance ; 
meantime 
screws ; 
balance 


both 
pivots! 
on  dia 
patent 
hairspring, 
tempered  in 
sapphire  pallets ; 
wheel ; gold  train ; 


running 
monds; 
B r e g u e t 
hardened  and 
form;  exposed 
steel  escape 
patent  micro- 


metric regulator;  tempered  steel  safety 
barrel;  exposed  winding  wheels. 

Riverside  is  solid  nickel — 
Seventeen  fine  ruby  jewels; 
raised  gold  settings;  ad- 
justed; compensating 
balance;  meantime 
screws;  patent  Bre- 
guet  hairspring,  hard- 
ened and  tempered  in 
form ; exposed  sapphire 
pallets;  steel  escape  wheel: 
red  gold  center  wheel ; tem- 
pered steel  safety  barrel ; exposed 
winding  wheels. 

Ruby  is  solid  nickel  — Seventeen 
jewels;  raised  settings;  compensat- 
balance;  meantime 
screws;  patent  Bre- 
guet  hairspring, 
hardened  and 
tempered  in  form ; 

7) 
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exposed  pallets ; tern-  // 
pered  steel  safety  ^ 
barrel ; exposed  wind- 
ing wheels. 

Sapphire  is  solid 


meantime  screws;  pat- 
ent  Breguet  hairspring, 
hardened  and  tempered  in 
form ; exposed  pallets ; tempered*^^ 
steel  safety  barrel ; exposed  wind- 
ing wheels. 

It  is  impracticable  to  quote  the  aver- 
age prices  of  these  watches,  because  of 
the  almost  endless  variety  of  cases  in 
which  the  movements  are  supplied;  but 
the  prices  range  from  $40  in  14  k.  gold 
plain  cases  upwards,  according  to  the 
quality,  weight  and  the  engraving  or 
decoration  applied. 


Waltham  Ten  ligne 
watches  are  the  smallest 
matches  made  in  this  coun- 
•y.  These  movements  are 
only  the  size  of  a five  cent 
nickel  piece.  This  does 


istic  of  other  Wal 
watches.  They  are  c< 
timekeepers  of  the  highest  grade. 
Ten  ligne  movements  are  made 
in  one  quality,  viz. : sixteen  ruby 
jewels;  raised  gold  settings ; gold 
center  wheel;  exposed  pallets; 
steel  escape  wheel ; compensat- 
ing balance;  patent  Breguet 
hairspring,  hardened  and  tem- 


nickel  — Thirteen 
jewels  in  settings;  com- 
pensating balance; 


not  imply  that  they  are 
too  delicate  for  general 
use,  nor  that  they  lack 
the  accuracy  character- 
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pered  in  form ; patent  micrometric  reg- 
ulator; tempered  steel  safety  barrel; 
exposed  winding  wheels. 

Gold  18  k.  ten  ligne  watches  cost  ap- 
proximately $60;  gold  14  k.,  from  $50 
upwards,  according  to  the  weight  and 
style  of  case. 

The  Waltham  Watch  Company  does 
not  manufacture  cases.  The  only  cased 
watches  which  this  Company  issues  are 
the  Colonial  Series. 

Numerous  case  factories  throughout 
the  United  States  have  a large  and  varied 
product  in  gold,  gold  filled,  silver  and 
nickel  cases.  Retail  watch  dealers  will 
fit  Waltham  movements  into  any  qual- 
ity, shape  and  design  of  case  on  the  mar- 
ket. If  the  particular  grade  of  move- 
ment or  style  of  case  required  is  not  in 
the  dealer’s  stock,  he  can  usually  obtain 
the  same  promptly.  Furthermore,  a 
pocket  timepiece  requires  regulation 
according  to  the- occupation  and  habits 
of  the  wearer.  This  is  best  done  while 
the  watch  is  being  carried,  but  should 
not  be  attempted  by  any  one  who  is  not 
a watchmaker. 

The  business  of  this  Company  is  con- 
ducted strictly  with  the  wholesale  watch 
trade.  No  goods  are  sold  at  retail  under 
any  circumstances.  Nor  is  the  Company 
equipped  to  undertake  general  repairing. 
That  is  the  province  of  the  retail  watch 
dealer;  an  important  one.  A Waltham 
watch  is  ruined,  not  by  time,  but  by  bad 
handling.  To  run  well  it  should  be 
wound  regularly,  cleaned  yearly,  and, 
if  injured,  taken  to  a competent,  practi- 
cal man. 

A Waltham  watch  properly  cared  for 
will  last  a lifetime. 


'ZDaltfjam  ""ZjOatc^  Company" 

UJaltpam,  ^SMass. 
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Enameled  cases  for  Jewel  Series  and  ten  ligne  movements, 
and  new  design  for  watches  to  be  worn  on  the  wrist 
with  patented  winding  and  setting  device. 
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Washington,  D.  C., 

February  10,  1885. 

To  the  Waltham  Watch  Co., 

Gentlemen: — I was  a member  of  the 
Greeley-Franklin  Bay  Expedition,  and 
upon  request  make  a report  of  my 
watch,  which  is  a William  Ellery  move- 
ment No.  1,520,608.  This  watch  was 
carried  by  me  in  the  Arctic  Circle  for 
three  years.  There  were  eighteen 
watches  in  the  party.  My  watch  had 
the  smallest  variation  of  any,  six  sec- 
onds for  twenty-four  hours,  and  the 
nearest  any  other  watch  came  to  it 
was  sixteen  seconds.  None  gave  the 
results  and  satisfaction  that  the  Will- 
iam Ellery  did.  During  our  stay  at 
Fort  Conger,  the  watch  kept  correct 
time  in  a temperature  ranging  from 
forty  to  fifty  degrees  below  zero. 

JULIUS  R.  FREDERICK. 

Subscribed  and  sworn  to,  this  10th  day 
of  February,  1885. 

JOHN  F.  C.  CLARKE, 
Notary  Public. 
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Washington,  D.  C., 
November  27,  1899. 
American  Waltham  Watch  Company, 
Waltham,  Mass. 

Gentlemen: — The  nine  watches 

made  by  you  which  were  carried  in  the 
Wellman  Expedition  proved  entirely 
satisfactory.  Two  of  these  were  in- 
jured slightly  by  the  Norwegian  sailors 
in  the  early  winter.  The  remaining 
seven  were  used  by  me  in  ascertaining 
time  and  also  positions  of  latitude  and 
longitude.  Positions  of  stars  com- 
puted by  the  aid  of  these  watches  could 
be  depended  upon  to  the  accuracy  of  a 
second.  Positions  of  longitude  ascer- 
tained by  Julius  Payer  twenty-five 
years  previously  were  verified. 

Extreme  cold  affected  the  move- 
ments but  slightly,  and  in  no  way  in- 
jured them.  After  returning  to  Nor- 
way, but  slight  discrepancies  were 
found  upon  comparing  with  Green- 
wich time. 

In  my  judgment  these  movements 
are  thoroughly  reliable  for  any  use  and 
in  any  clime,  being  thoroughly  com- 
pensated. Yours  sincerely, 

QUIROF  HARLAN, 
Physicist  to  Wellman  Polar  Expedition. 


(L.  S.) 


tmm 


Commander  Peary 


November  20,  1909. 
WALTHAM  WATCH  COMPANY, 

Waltham,.  Mass 

Gentlemen. — Waltham  Watches  were  used  dur- 
ing my  expedition  in  connection  with  the  simul- 
taneous tide  observations  at  Cape  Sheridan, 
Cape  Columbia  and  Cape  Bryant,  where  accu- 
rate time  was  the  essential  feature.  They  were 
also  taken  on  sledge  expeditions  north  over  the 
ice. 

Watches  were  distributed  to  different  support- 
ing parties  and  were  used  for  time  comparisons 
by  the  parties  up  to  the  point  where  Marvin  re- 
turned in  command  of  the  third  supporting 
party. 

As  further  simultaneous  tide  observations  were 
contemplated  between  Cape  Sheridan  and  Cape 
Morris  Jesup,  the  most  northern  point  of  Green- 
land, Marvin  took  with  him  the  five  Waltham 
Watches  in  the  party  for  this  purpose,  the  object 
being  that  comparison  of  the  five  different 
watches  might  give  us  absolute  certainty  of  cor- 
rectness of  our  time. 

The  performance  of  the  watches  in  connection 
with  the  tide  observations  was  entirely  satisfac- 
tory. 

Very  truly  yours, 

(Signed)  R.  E.  PEARY 
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The  Shackleton  Relief  Expedition 
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British  Antarctic  Expedition,  1907. 

S.  Y.  “Nimrod.” 

Lytleton,  27th  March,  1909. 
Messrs.  R.  Cameron  & Co.,  Wellington. 

Sir. — Herewith  I forward  to  you,  per  Purser 
S.  S.  “Maori,”  the  seven  Waltham  watches  so 
generously  loaned  to  my  officers  and  self  by  your 
Company  for  our  use  in  the  Antarctic. 

Two  of  them  have  been  unfortunately  dam- 
aged. One  of  them  by  an  accident  down  a cre- 
vasse, and  the  other  during  a sledge  journey. 

My  officers  and  I found  the  watches  reliable 
under  all  conditions.  After  a time  we  gained  so 
much  confidence  in  their  rates  that  we  had  no 
hesitation  in  trusting  to  them  when  taking  ob- 
servations which  required  time-readings  to  sec- 
onds. 

On  their  behalf  and  my  own  I beg  you  will  con- 
vey to  your  Company  my  thanks  for  the  watches. 

I am,  sir,  Yours  faithfully, 

Fred  P.  Evans.  Lieut.  R.N.R., 

(Signed)  Officer  Commanding. 
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The  Quadrangle  Club,  Chicago,  Dec.  8th,  ’08. 
Mr.  E.  A.  MARSH,  Waltham  Watch  Company. 

Dear  Sir. — About  three  years  ago  your  Company  loaned  me  four  of  your 
watches  for  use  on  the  Anglo-American  Polar  Expedition.  I received  them  from 
Robins,  etc.,  here,  and  yesterday  I returned  three  of  them  to  the  same  people. 
I wrote  to  you  from  the  North  last  summer  telling  of  the  remarkable  per- 
formance of  these  watches  and  my  private  Waltham,  during  a two  months’  sled 
trip  over  the  ice.  They  were  compared  with  each  other  and  chronometer  cor- 
rected by  observation  nearly  every  day  for  a year  and  rates  assigned  for  the  ice 
trip.  Daily  comparisons  were  made  among  the  watches  on  the  trip  also  and 
with  the  chronometer  after  our  return.  The  field  rates  were  found  to  be  prac- 
tically the  same  as  those  assigned  from  the  rates  during  the  several  months 
previous  to  the  field  trip.  If  it  were  not  that  all  three  watches  came  out  the 
same,  I should  say  that  the  obscure  field  rates  were  accidentally  close  to  the 
calculated  rates.  The  performance  of  your  watches  is  emphasized  by  the  fact 
that  Capt.  Mikkelsen  had  a hand-made  pocket  chronometer  made  to  order  in 
London  at  a cost  of  $250.00.  On  this  trip  this  expensive  time-piece  varied  so 
greatly  from  the  mean  of  the  other  watches  that  it  had  to  be  disregarded  after 
the  first  week.  The  rates  of  your  watches  were  changed  but  a fraction  of  a 
second,  while  the  Captain’s  watch  increased  35  seconds  in  its  daily  rate. 

I took  the  greatest  care  in  getting  the  best  possible  performance  from  the 
watches.  I wore  two  myself,  and  insisted  that  others  took  good  care  of  theirs. 
The  watches  were  worn  night  and  day  next  to  the  skin  and  every  precaution 
taken  to  keep  their  temperature  constant. 

Thank  you  very  much  for  your  kindness  to  us  in  loaning  the  watches. 

Yours,  etc., 

(Signed)  E.  DE  K.  LEFFINGWELL 
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Colonial  Series 


Colonial  Series  watches  are  delivered 
in  attractive  display  boxes.  The  price  is 
plainly  printed  on  the  descriptive  card 
accompanying  the  watch. 
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